GAS ANALYSIS

PART I

2.  2%e Simple Mercury Absorption Pipette for Solid
and Liquid Reagents

This resembles the pipette just described, except
that the bulb 5, Fig. 38, is cylindrical in form arid
has at its lower extremity a cylindrical neck, i,

which the bulb can be filled with solid
substances, i is then closed with a cork or rubber
stopper held in place by a wire ligature.

8.   The Mercury Absorption Pipette with Absorption

Bulb

Thisjipette has in addition to the two bulbs a
and i, Fig. 39, a third bulb c filled with broken glass
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